
lo HYAC II B LENS, HLC 14, i N STALLED IN INSTRUMENT NO, 13 
IS BEING SHIPPED BY HEADQUARTERS COURIER TO YOU „ REQUEST YOU 
PERFORM BENCH TEST OF THIS LENS TO DETERMINE IT’S CONDITION AND 
STATIC RESOLUTION* WHEN TESTS ARE COMPLETE* LENS SHOULD BE 
FORWARDED TOGETHER WITH DATA TO MR ED GREEN WHO WILL USE LENS IN 
PROGRAM TO DEVELOP AN EMULSION FOR COPONAo 

2 a SUBJECT LENS IS PROPERTY OF UNITED STATES GOVERNMENT AND 
WAS SALVAGED FROM WRECK AGF OF FTV 1054 O 


3 . TEST SHOULD RE CHARGFD TO G PR IMF CONTRACT. IT IS 
SUGGESTED THAT A CFILING OF I I FOR BENCH TESTING BE ESTABLISHED, 
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